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Hi Everyone, 

Attached is a draft version of the QA SOP, QA.002, Proficiency Testing . This version incorporates the edits that were 
recommended by various Supervisors back in March. Thank you to the Supervisors who reviewed the document and sent 
comments back to me. In appreciate your feedback. 

Please review the document and submit comments for edits to me by September 11. My goal is to make the final edits by 
September 15 and then to have it approved and ready for use by September 18. 

I thank you in advance for your review and comments. Some of the attachments were scanned in so it may take a few 
minutes to load the entire document. 

Peggy 
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